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( PART I 


I. 


HOME DEPARTMENT 


(FORESTS AND ANIMAL HUSBANDRY) 


The 27th February , 1969 


No. 44 -FAH - V -69 / 5455. - The Governor of Haryana is pleased to promote the following Fisheries 
Officers to HVS Class II in scale Rs. 250–25—550 / 25—750 in a temporary capacity against the post under 
various plan schemes as mentioned against each . 


Namc 


Serial 
No. 


Present Post 


Post to which 
promoted 


Name of Plan Scheme 
against which promoted 


Date from which 
assumed charge 

of the post 
mentioned at 
column 4 


1 


2 


3 


4 


5 


6 


1 . 


Shri Riwal 
Singh 


Fisheries Officer 


23rd July , 1968 

(forenoon ) 


Research and Investi 
gation Laboratory . 


Research Officer 
(Fisheries ) at 
Saidpur Fish 
se.d 

Farm , 
Karnal 


2 . 


Shri Brij 
Mohan Sharma 


Ditto 


Fisheries Develop 
ment Officer 
( R Survoir) at 
Gurgaon 


23rd July, 1968 
( afternoon ) 


Development of Re 
servoir Fisheries . 


ISHWAR CHANDRA , 


Secy . 


TECHINCAL EDUCATION DEPARTMENT 


The 3rd March , 1969 
N ?. 1213 PWIII(O) -67 5732. - On his prymətion Shri K.K.Mohindroo , assumed charge of the post 
of 2 izi iting H : 1 ,f Dipart nënt in Mechanical Eigineering at the Government Polytechnic, Ambala, on 
31st January , 1969 ( F.N.) 


ISHWAR CHANDRA . 


Secy . 


PUBLIC WORKS DEPARTMENT 


IRRIGATION BRANCH 


The 26th February , 1969 


No. 1612-OSD (2PWI)-69/5249. — It is hereby notified under rule 63 of the Rules under the Northern 
Iodia Canal and Drainage Act, ylli of 1873, applicable to Narwana Branch , Sirsa Branch and channels off 
taking from Bhakra Main Line that weather permitting, and havin due regard to the state of crops, tie 
Nirwana Branch , Sirsa Branch ani channels off - taking from Bhakra Main Line and its tail will remain 
clos d for annual repairs and carryi gost urgent works on the canal system on or about 10th April, 1969 to 
25t1 April, 1959 (bot day ; inclusive) for 15 days or such longer or shorter period as may be found practicable 
and desirable, having due regard to the oxtent of repairs and t.e state of weather and the crops. 


P. N. BHALLA , Secy . 


The 5th March , 1969 


No. 989-2 PW (2 ) -6986182 . - Whereas it appears to the Governor of Haryana that land is likely to be 
required t be taken by Government, at ih public expense , for a public purpose, namely , for establishing 
132 KV Grid Sub -station at Narwana by the Haryana Stute Electricity Board , it is hereby notified that land in 
the locality described below is likely to be required for the above purpose . 

This notification is made under theprovisions of section 4 of the Land Acquisition Act, 1894 , to all whom it 
nay concern . 


In exerciseofthe powers conferred by the aforesaid section , the Governor of Haryana is pleased to authorise 
th : officers of the Haryana jt te Elect icity Board for the timebeing engaged in the undertaking with their servants 
and workmen to cater upon and survey any land in the locality and do all other acts required or permitted by 
that section . 


Further la exercise of the powers conferred by the said Act, theGovernor of Haryina is pleased to direct 
that ixinn under xestion 17 of thc suid Ict shall be taken in this case, on the grounds ot urgency viz., to meet the 
acute shor age of Ple : ic wir a thu ! el especially or ag ic iure pup.ses, and provisions of soc.ion 3 (A ) 
will not apply in regard to this acquisition . 
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SPECIFICATION 


Description of arca 

Khasra Nos. 


District 


Locality 
Village and 
Hadbast No. 


Tahsil 


Area in 

acres 


Kapals Marlas 


jind 


Narwana 


Narwana 


5.52 Acres 


1634, 1636 , 1647 and 

1648 


( As demarcated on the plan ) 


The 6th March , 1969 


No. 989-2PW (2) -69 /6186. — Whereas it appears to the Governor of Haryana that the land specified below 
is required to be taken by the Government, on the public expense , namely , for the construction of 132 K. V. 
Sub -stativn , Haryana State Electricity Board at Narwana . tehsil Narwana . district Jind , it is hereby declared 
that the land described in the specification below is required for the above purpose . 

This declaration is made under the provisions of section 6 of the Land Acquisition Act, 1894 , to all 
whom it may concern and under the provisions of section 7 of the said Act, the Land Acquisition Collector, 
Haryana State Electricity Board , Chandigarh , is hereby directed to take orders for the acquisition of the said 
land . 


Plans of the land may be inspected in the offices of the Collect r of District Jind , Land Acquisition 
Collector, Haryana State Electricity Board , Chandigarh , and of the Executive Engineer, Beas Construction 
Division , Haryani State Electricity Board , Roht.k. 


In view of the urgency of the acquisition , the Governor of Haryana in exercise of the powers under section 
17 of the said Act is further pleased to direct that the Land Acquisition Collector, Haryana State 
Electricity Board , Chandigarh , that he shall proceed to take possession of the land specified 
below . 


SPECIFICATION 


District 


Tehsil 


Locality 


Area 


REMARKS 


Khasra Nos. 
and other des 
cription of land 


Jind 


Narwana 


Narwana 


1634 , 1636 , 1637 , 

and 1648 


5.92 
acres 


As demarcated on 
the plan . 


P.N. BHALLA , Seey . 
The 7th March , 1969 
No. 1108-2PW (2 )-69/6266 .--Whereas it appears to the Governor of Haryana that land is required to 
be taken by Government on th ; public expense, namely for the construction of Approach Road to 33 KV. 
Sub -station at Sonepat for the Haryana State Electricity Board , it is hereby declared that the land described 
in the specification below is required for the above purpose . 

This declaration is made under the provisions of Section 6 of the Land Acquisition Act, 1894 , to all 
whom it may concern and under the provisions of Section 7 of the said Act, the Land Acquisition Collector , 
Haryana State Electricity Board , Chandigarh , is hereby directed to take order for the acquisition of the said 
land , 

Plans of the land may be inspected in the offices of the Collector of Rohtak District, the Land 
Acquisition Collector, Haryana State Electricity Board , Chandigarh and of the Executive Engineer, Sonepat 
Division , Haryana State Electricity Board , Sonepat. 

SPECIFICATION 


District 


Tehsil 


Locality/ 
Village & 
Hadbast No. 


Area in 
Acres 


Description of Area 


Khasra Nos . 


Robtak 


Sonepat 


Kalupur 


4,889 sq . yds. 836 , 837 , 838 , 885 , 888 , 889 , 897 , 903, 1488/905 

(1.01 acre ) 


